Brief comment text:

3D Security LLC opposes the proposal by NextNav based on the following:  

Impact of NextNav's Spectrum Request on 900 MHz Users:
NextNav's proposal to reconfigure the lower 900 MHz band has the potential to significantly impact current users, including those utilizing technologies like Meshtastic and LoRa.

Here's a breakdown of the potential effects:

Interference and Spectrum Crowding:
Increased interference: The introduction of licensed services like NextNav's within the 900 MHz band can lead to increased interference with unlicensed devices like Meshtastic and LoRa. This could result in degraded performance, reduced range, and increased error rates.
Spectrum congestion: The allocation of more spectrum to licensed services reduces the available bandwidth for unlicensed users. This could create spectrum congestion, especially in areas with high density of unlicensed devices.
